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“Brahms in Philadelphia / à Philadelphie” 


Elapsed/ Work Details / Détails Performer(s) / Interprète(s) 
Repère 
Johannes BRAHMS (1833-1897) Philadelphia Orchestra 
Riccardo Muti, conducting / direction 
Symphony(ie) No.1 in C Minor / en ut mineur, Op. 68 
00:00 1. Un poco sostenuto. Allegro 
17:21 2. Andante sostenuto 
26:28 3. Un poco allegretto e grazioso 
32:09 4. Adagio. Piu andante. Allegro non troppo, ma con brio 
Symphony(ie) No.3 in F Major / en fa majeur, Op. 68 
48:47 1. Allegro con brio 
62:09 2. Andante 
71:16 3. Poco allegretto 
77:48 4. Finale: Allegro 


(Total — 86:34) 


